Date                                 Project/Work Description (Vocational Skills)

Bureau of Reclamation Projects - Continued

1970  Lost Creek marina dock - constructed and installed a floating dock
(carpenters).

1970  Lost Creek marina water system - pipeline and fountain outlets
(heavy equipment).

1970  Lost Creek marina comfort stations - construction of marina
parking lot (cement masons, brick masons, and carpenters).

1970  Weber, Davis, Morgan, and Summit Counties - metal grills at
campgrounds and picnic sites (welders).

1970  Weber, Davis, Morgan, and Summit Counties - metal security gates
at recreation area entrances (welders).

1970  Weber, Davis, Morgan, and Summit Counties - precast concrete parking
barriers and table legs installed in campgrounds and picnic sites
(cement masons and carpenters).

1970   Muller Park group picnic area - development of two "group" recreation
areas, a playground, and associated roads and paths (carpenters,
welders, and heavy equipment).

1971   Muller Park group picnic area - erosion control (heavy equipment).

1971  Willard Beach comfort stations - two masonry block and frame comfort
stations (cement masons, painters, and carpenters).

1973  Pineview Recreation Development - comfort stations (cement masons,
carpenters, and painters).

1973  Pineview Dam - repaint caretakers houses (painters).

1980  Currant Creek - 103 camping sites, graded and leveled an overlook
and parking area, graveled parking area (heavy equipment, cement
masons, and carpenters).

1980  Glenn Canyon Dam - fabricated a metal stairway for powerplant
(welders and painters).

1980  Timpanogas YACC camp - electrical wiring (maintenance).

1980  Clearfield Job Corps Center - restoration and maintenance of buildings
(cement masons, brick masons, and carpenters).

117ey Vista camp sites (carpenters and
